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NARA RG104, Entry 1, Box 147 


[Abstract:] In reference to a deposit of Mutilated & Foreign coin. 


Economy Savings Institution 

Harmony Society at Economy Principal Owners. Established 1868 
Beaver Falls, Pa 

July 26, 1887 


Hon D.M. Fox Supt 
U.S. Mint Phila: 


In reply to your letter of 25 which I enclose. in explanation of former one. Would say 
that on June 3: we sent you two sepperate [sic] lots of Coin one being the property of the 
Exchange Bank of this City, and consisting of 45 Trade dollars and 1 Mexican, all new, or in 
first class condition In return we receive for this lot $40." a loss of nearly $6__ the other lot 
consisted of 52 Trades 11 Foreign dollars same condition as above, $7. Gold slightly mutilated 
the balance in 50 cents 25 cents 20 cents &c part of which was also slightly mutilated in all 
amounting to $18 about $100 for this lot we received $88. We have had to make good the 
difference in the first lot to Exchange Bk and though perhaps there might be some error in first 
lot at least as we did not see the how there could be that loss, or difference between Trade and 
standard dollars. 


Very truly Yours 
John Reeves 
Cashier 


Received July 28, 1887 
U.S. Mint, Phila. 


